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STATINTL 


PERSONNEL ] 

18 June 1976 


ANNOUNCEMENT OF APPOINTMENT TO KEY POSITION 
OFFICE OF THE DIRECTOR 


Effective 1 July 1976, John H. Waller is appointed 


Inspector General, vice Donald F. Chamberlain, ret ired. 



STATINTL 


C&OTgd Bush 
Director 


25X1 A 
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